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from the center of Riverside and approximately 53 
miles East of the City of Los Angeles. 


a water filtering ana softening system, several furnaces, mis¬ 
cellaneous electrical equipment and many other items too num¬ 
erous for this brochure — total estimated value over $100,000, 

































































































EXTENDED 

INDUSTRIAL AREA “A” 

ANZA VILLAGE 

ARLINGTON CALIFORNIA 


GRAPHIC SCALE 

FEET 



BUILDING SCHEDULE 


ADDITIONAL DETAILS—INDIVIDUAL BUILDINGS 
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LEGEND 





concrete floor 


WOOD A COMCRETC FLOOR 


WOOD FLOOR 


PAVCMtME NT 


DIRT FLOOR 


BLDG 
. NO. 

DESCRIPTION 

DIMENSIONS -FT 

FLOOR 

AREA-SQ.FT. 

i 

warehouse 

4 7 X 800 

17 600 

- * 

WAREHOUSE 

47 X 638 

29 606 

3 

COLO STORAGE SLOG 

-mm 

-TTTi- 

4 

WAREHOUSE 

4B X 160 

7 6 BO 

S 

OF rice SLOG 

20X 1 23 t lex 24 

2 664 

6 

SHOPS BUILOING 

20X 403 + 40X B2 

II 3B0 

T 

LUMBER SHED 

20 X 120 

2 390 

e 

PAINT STORAGE 

20X SO 

1 000 

. » 

EQUIPMENT SHE0 

2 3 X 71 

1 633 

10 

STORAGE SHED 

20X40 

600 

11 

WAREHOUSE 

46X96 

4 609 

12 

S T ORAGE SMEO 

20 X 100 

2 000 

i) 

lauwor> 

I62X 27lt 72X72 ♦ 33X 7 2 

33 010 

14 

steam PLANT 

42X 32 T 23X42♦ U< 23 

3 522 

15 

MOTOR REPAIR SHOP 

32 X i l2 

3 3B4 

1C 

MOTOR REPAIR SHOP 

32X96 

3072 

17 

motor repair shop 

63X 267 

16 OBI 

IS 

GUARC HOUSE 

20X40 * 12 X 12 

944 

IS 

MESS HALI. 

20X 146 t 9X 16 

3 104 

20 

MESS HALL 

20X 100 

2 000 

21 

LAVATORr 

IBX 36 

MB 

22 

office Blog 

20X lOOt 20X SO 

3 000 

23 

office blog 

20X lOOt 20X lOOt 20X48 

4 990 

24 

office blog 

IOOX 100 

10 000 


BLDG 

NO. 

DESCRIPTION 

dimensions ■ ft L^ft. 

2 3 

Ttw k TCl BLOC 

agx !QQ ♦ JQX 30 I 2 400 

26 

warehouse 

23 X 60 i 360 

27 

MESS HALL 

40 X 100 

4 000 

2B 

RECREATION BLOG 

56 x M2 

6 496 

29 

heat ing plant 

24 X 30 

720 

30 

CLASSIFICATION BLOG 

46 * 36 t 32 x 73 t 1 SX 20 

9 .24 

31 

OIL STORAGE HOUSE 

20* 40 

600 

32 

lata ine 

20 * 36 

720 

33 

GREASE RACK 

20X90 

1 BOO 

34 

METER HOUSE 

10X12 

120 


fuel tanf.S 



k 

water TOWER 


j 

37 

GASOLINE STATION 



38 

OIL HOUSE 

12* 20 

240 

39 

PENDER iNG HOUSE 

• I X |6 

176 

40 

latrine 

ex 12 

96 

41 

OIL HOUSE 

ex .2 

96 

42 

ElEV water TOWER (WOOD) 


12 000 GAL 

43 

OIL STORAGE vaults (2) 


12 000 GAL EA 

A 

'office a STOREHOUSE (2) 

20 x 132 

2 MO CA 

B 

LAVATORY (6) 

2SX 57 

1 425 EA 

C 

MESS HALL [71 

20XI4B 

S B60 EA. 

0 

OFFICE 4 STOREHOUSE (S) 

20 X 60 

1 200 EA 

C 

LAVATORY (3) 

20X BO 

1 600 EA 


Building 

Clearance 

Column Spacing 

Lighting 

Plumb. 

Heating 

No. 1 Ware¬ 
house 

14' 

6' x 6' posts 16' o. C-- 

Industrial 

fixtures. 

Yes 

Oil-burning 
heating units 

No. 2 Ware¬ 
house 

14' 

6* x 6' posts 16' o. e _ 

Industrial 

fixtures. 

Yes 

Oil-bu rning 
heating units 

Cold storage_ 

11' 

0* x f>* posts and 
bearing walls. 

Plain light¬ 
ing fixtures 

Yes 


Utility shop ... 

7' 

Posts and bearing 
walls carry 20' 
span trussed roof. 

Plain light¬ 
ing fixtures 

Yes 

Oil-burning 
heating units 

No. 11 Ware¬ 
house 

14' 6* 

6 r x 6" posts on 16' c. 

Industrial 

fixtures. 

Yes 

Oil-burning 
heating units 

Laundry_ 

12' and 
14' 

8* x 8" posts 18'_ 

Reflector 

fixtures 

Yes 

Steam space 
• heaters 

Steam plant_ 

11', 18' 
and 24' 

8' x 8* posts_ 

Plain 

fixtures 

Yes 

Heating plant 

Warehouse_ 

14' 

6" x 6* posts 16' o. c . 

Industrial 

fixtures 

Sink 

only 

Oil-burning 
heating units 

Office_ 

7' 

20' span roof truss.__ 

Plain and 
fluorescent 
fixtures 

Yes 

Oil-burning 
heating units 































































































































































































































ONE CALL -- May solve all of your Plant Relo¬ 
cation or Expansion Problems at a price you can 
afford to pay. 

ANZA VILLAGE OFFERS 

• A wide variety of industrial buildings. 

• Adequate space for additional expansion. 

• Union Pacific Spur Trackage. 

• All utilities. 

• Paved streets. 

• A diversified labor supply. 

• Taxes and other economic factors are unusually 
favorable. 

• Located in the center of several expanding 
communities. 

This property was formerly a part of Gamp Anza, 

U. S. Army. Anza Village lies approximately 6 miles 
from the center of Riverside and approximately 53 
miles East of the City of Los Angeles. 









The property is located along the western boundary of the city of Riverside, iy 2 miles 
north of the section known as Arlington. The buildings on this property consist of two 
large warehouses, a cold-storage building, two small warehouses, a laundry building 
with adjoining steam boiler plant, a utility or shops building, an office building and 
other units as listed on building schedule. The railroad spur to this property is about 
2.4 miles long, some being single track and some double track. On the property in ques¬ 
tion there are northerly and southerly branches. The south branch was formerly used 
for unloading troops. The north branch is a double track alongside of the two large 
warehouses and a single track serving the cold-storage building. 

LAND: The property appraised consists of a strip of land with an average width of 
approximately 1,200' and length of approximately 5,700', containing 150 acres more or 
less, together with a railroad right-of-way connecting this strip to the main line of the 
Union Pacific Railroad, at a point approximately 2.4 miles distant and containing 16 
acres more or less. The total acreage is 166 more or less. 

BUILDINGS: Of the buildings, Warehouse No. 1 is 800' by 47', containing 37,600 
sq. ft. of floor area. Warehouse No. 2 is 638' by 47', containing 29,886 sq. ft. floor 
area. Warehouse No. 4 is 160' by 48', containing 7,680 sq. ft. floor area, and Ware¬ 
house No. 11 is 96' by 48', containing 4,608 sq. ft. floor area. All four are wood frame 
buildings with concrete floors and flat composition roofing. The Cold Storage Build¬ 
ing is 77' by 93', with 7,179 sq. ft. of floor space. The frame is wood and the floor also 
of wood, except in some of the compartments where there is concrete. The roofing is 
a heavy-weight composition cap sheet. The walls of the storage compartments are 12" 
insulated partitions. Refrigerating equipment is installed. 

THE LAUNDRY BUILDING is of wood frame with concrete floor and composition 
roof. It is built in the form of a "U”—three section of 162' by 171', 72' by 72', and 54' 
by 72'—contains 53,010 sq. ft. of floor area. The boiler plant is in three sections of 42' 
by 51', 24' by 42', and 13' by 24', and contains 3,652 sq. ft. of floor area. It is a wood 
frame structure with concrete floor and a composition roof. It contains three 200-hp 
boilers, oil-fired, and a water filtering and softening system. The Utility or Shop Build¬ 
ing is in two sections, 20' by 405' and 40' by 82'. It has 7' high sides with a gabled roof. 
The frame is wood, the floor concrete, and roof of composition shingles. Exterior walls 
are fiber board. The total floor area is 11,380 sq. ft. 

The Office is in two sections, 20' by 125' and 16' by 24'. Walls are 7'-6" high. The 
frame is wood, the floor concrete, ceilings are plaster board, and the exterior walls 
celotex. The roof is gable-type with composition shingles. It contains 2,884 sq. ft. of 
floor area. 

The 11 small miscellaneous buildings are of wood frame and contain in all approxi¬ 
mately 7,600 sq. ft. of floor area. 

The larger buildings, individually listed, contain in all about 157,879 sq. ft. of floor 
space. 

UTILITIES: Electric Power: Supplied by the California Edison Company through 
Anza Village. 

Water: From Anza-owned wells on a tract east of the Camp site. 

Sewage Disposal: Plant on Anza-owned property. 

MISCELLANEOUS EQUIPMENT 

A complete refrigeration system, three 200 H. P. steam boilers, 
a water filtering and softening system, several furnaces. Mis¬ 
cellaneous electrical equipment and many other items too num¬ 
erous for this brochure — total estimated value over $100,000. 





















































































